FOR QUOTES AND ASSISTANCE, PLEASE 
CONTACT US AT (877) 216-4585 
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Mission Statement; 

To use our knowledge, expertise, and passion to introduce 
the highest quality and most energy efficient LED lighting 
available to businesses using a unique program that makes 
it both sensible and affordable. 



A TIME FOR CHANGE 

The lighting world has 
changed forever. Edison's 
glass bulb with mercury, and 
filament are extremely 
inefficient. In our changing 
world, energy has become 
one of the most powerful 
driving forces in the 
economy of countries and 
people. 

Lighting is by far the most 
efficient upgrade a building 
can make. It can be up to 60% 
of the energy used in entire 
building. Our passion is to 
identify the absolute most 
efficient lighting solutions 
for your commercial 
operation and teach you how 
to save for years 



MAKING LED POSSIBLE 

In the past lighting was a 
liability. You didn't think 
twice about spending $3.00 on 
a bulb that cost you $3o/year in 
energy. We are now realizing 
that LED lighting is not a 
liability, but an asset. It may 
cost $30 the first year, but 
operates at only $3.00 per year 
after. 

We are teaching business how 
to buy LED as a machine. 
Purchasing LED the same way 
you would any other 
equipment that lasts 10 years 
or more. Our systems are so 
efficient we are also able to 
setup leasing that will cost you 
no more than your current 
operating budget. 



OUR PRODUCTS 

Every LED solution we provide 
is custom made for your 
building. Let's face it; our 
LEDs are lighting machines 
that may be in your business 
for the next 30 years. Our 
motto is DBo it once, and do it 
right.d^nsuring your business 
receives the best available 
efficiency and durability. 

Our manufacturing process is 
refined, and tested. We use 
only the highest quality, most 
efficient chips, heat sinks, 
wiring, housing, and drivers. 

Our warranty is unmatched, 
covering 5 years of both parts 
and labor on all of our 
products. 



CLS-360GB6W 



CLS-360GB6W replaces traditional 40-60W 
traditional lighting at a fraction of the wattage, 
while delivering cleaner light and producing 
90+% less heat. 




Features 

• Dimmable 

• Aluminum heat sink provides incredible 
Thermal performance management 

• 360 beam angle 

• 580 lumen output 

• Available in 2700K-7000K color temperatures 




Applications 

• Indoor lighting 

• Suitable for all general lighting or hospitality lighting 

(E.g. hotels, homes, offices, retail, restaurant, banquet halls, etc.) 



Item Specifications 




Item 


CLS-360GB6W 


Wattage (W) 


6 


Reflector Efficiency 


90% 


Lifetime (L70) 


50,000 


Warranty 


5 Years 


CRI 


>80 


Dimming Range 


10-100% w/ most Triac dimmers 


Base Type Options 


E26 / E12 
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CLS-360GB9W 



CLS-360GB9W replaces traditional 75-1 00W 
traditional lighting at a fraction of the wattage, 
while delivering cleaner light and producing 
90+% less heat. 

Features 

• Dimmable 

• Aluminum heat sink provides incredible 
Thermal performance management 

• 360 beam angle 

• 850 lumen output 

• Available in 2700K-7000K color temperatures 




Applications 



• Indoor lighting 

• Suitable for all general lighting or hospitality lighting 

(E.g. hotels, homes, offices, retail, restaurant, banquet halls, etc.) 



Item Specifications 



Item 


CLS-360GB9W 


Wattage (W) 


9 


Reflector Efficiency 


90% 


Lifetime (L70) 


50,000 


Warranty 


5 Years 


CRI 


>80 


Dimming Range 


10-100% w/ most Triac dimmers 


Base Type Options 


E26 / E12 



• • • 



CLS-360GB12W 



CLS-360GB12W replaces traditional 100W+ traditional 
lighting at a fraction of the wattage, while delivering 
cleaner light and producing 90+% less heat. 



Features 




• Dimmable 

• Aluminum heat sink provides incredible 
Thermal performance management 

• 360 beam angle 

• 1250 lumen output 

• Available in 2700K-7000K color temperatures 




Applications 



• Indoor lighting 

• Suitable for all general lighting or hospitality lighting 

(E.g. hotels, homes, offices, retail, restaurant, banquet halls, etc.) 

Item Specification? 



Item 


CLS-360GB12W 


Wattage (W) 


12.7 


Reflector Efficiency 


90% 


Lifetime (L70) 


50,000 


Warranty 


5 Years 


CRI 


>80 


Dimming Range 


10-100% w/ most Triac dimmers 


Base Type Options 


E26 / E12 



CLS-360GB15W 



CLS-360GB15W replaces traditional 100W+ traditional 
lighting at a fraction of the wattage, while delivering 
cleaner light and producing 90+% less heat. 



Features 

• Dimmable 

• Aluminum heat sink provides incredible 
Thermal performance management 

• 360 beam angle 

• 1480 lumen output 

• Available in 2700K-7000K color temperatures 




Applications 

• Indoor lighting 

• Suitable for all general lighting or hospitality lighting 

(E.g. hotels, homes, offices, retail, restaurant, banquet halls, etc.) 



Item Specifications 




Item 


CLS-360GB15W 


Wattage (W) 


15 


Reflector Efficiency 


90% 


Lifetime (L70) 


50,000 


Warranty 


5 Years 


CRI 


>80 


Dimming Range 


10-100% w/ most Triac dimmers 


Base Type Options 


E26 / E12 



• • • 
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7 WA19 

CLS-7WA19 provides 80%+ energy 
savings and produces light output equivalent to 
60W incandescent bulb at only 7W. 

Features 

• Dimmable 

• Aluminum heat sink provides incredible 
thermal performance management 

• No IR and UV radiation 

• No fragile glass or filaments 

• Available in 2700K-7000K color temperatures 

Applications 

• Indoor lighting 

• Suitable for all general lighting or hospitality lighting 
(E.g. hotels, homes, offices, retail, etc.) 



Item Specifications 


Item 


CLS-7WA1 9 


Wattage (W) 


7 


Lumens 


WW-620 / NW-752 / CW-780 


Lifetime (L70) 


50,000 


Warranty 


5 Years 


CRI 


>82 


Dimming Range 


10-100% w/ most Triac dimmers 


Base Type 


E26 




• • • 
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CLS-9WA25 



CLS-9WA25 provides 80%+ energy savings 
and produces light output equivalent to a 
100W incandescent bulb at only 9W. 

Features 

• Dimmable 

• Aluminum heat sink provides incredible 
thermal performance management 

• No IR and UV radiation 

• No fragile glass or filaments 

• Available in 2700K-7000K color temperatures 




Applications 

• Indoor lighting 

• Suitable for all general lighting or hospitality lighting 
(E.g. hotels, homes, offices, retail, etc.) 

Item Specifications 



Item 


CLS-9WA25 


Wattage (W) 


9 


Lumens 


WW-750 / NW-830 / CW-900 


Lifetime (L70) 


50,000 


Warranty 


5 Years 


CRI 


>82 


Dimming Range 


10-100% w/ most Triac dimmers 


Base Type 


E26 



• • • 
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CONTACT US 




Contact us at the ernai 

and request on the contact form below to set up an 
appointment and see on paper how retrofitting with an LED 
solid state lighting system will help bring more money to your 

bottom line. 



Andy Bittner - CEO / Director of National Sales and Finance - 

E-MAIL: abittner@CustomLEDSupply.com 

Martin Orwick - President / Director of LED Technologies - 

E-MAIL: morwick@CustomLEDSupply.com 



Jared Erby - Customer Service Controller - 

E-MAIL: jerby@CustomLEDSupply 

Caleb Watkins - Midwest Regional Sales - 

E-MAIL: cwatkins@CustomLEDSupply.com 

Bill Ritch - Southeast Regional Sales - 

E-MAIL:britch@CustomLEDSupply.com 



1 E Linden Ave 
Miamisburg, Ohio 45342 



